Stop Lamp Switch - Gray 6-way 
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Wiring Instructions For Hcetrnnie Broke Coil rols 


Grand Cherokee stop lamp switch 

rannooi 

I n I -LjiJ lXi—L J—i ^ I—j 

^ —u t-=“— 


SYOPLlGHTSWtTCH -CONNECTTO COLD SCE 
(VOLTAGE ONLY WHEN PEDAL S PUSHED) 


Note Pn U 2 is on the siole of the 
connector cbsest to t tie fire wall. 
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CHASSIS GROUNO 


For 2005 up Grand CherokeG 
connect la factory supplied 
green wire under left dash 
near fuse panel 


DISCONNECT NEGATIVE 
BATTER? H CABLE BEFORE 
WIRNG BRAKE CONTROL UNIT 


READ THIS FIRST: 

Retd and Mkm all inscrticiions carefully before 
w long brake oontrol Keep Ihese inslntctione wuh 
lie brake oomcl far luiutv* reference. 

Important Facts to Remember 

I. The brake oomrol must be instal led with 
a 12 vol negative ground s\yfem. (To instvii 
)rith apoyslne QOtittd swlerti we Tnk+trsha* 

P/X3I91J 

7 AWAftVl Reversing, BLACK and 
WHITE! wires ur improper Miring will 
cfamape nrdesrov brake control 
3. Be sure lo sol idle connect 

all lour wines or broke control will nut 
function properly. 

-I. Soldering is recommended or crimp- on 
butt connectors area suitable st'bniliEldn 
5, Rout all wires as far Irom the radio antenna 
as possible t* reduce AM interference 
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tAGmm Use of proper gauge wire when 
installing llie brake control is CRITICAL; 
smaller gauge wire may result in less than 
ctifiejeni broking Minimum wire gouges 
are as follows;. 

* t-2 axle applications-14 G A 

• 3* 4 axle applications- 12 G A 

7. Collection of water inside the baiter 
ctnncctor mourned on the low vehicle 
wifi reduce the life of the comioctor 

8. Technical Assisrancc Call Toil-Free 

I-8158-7JS5-5K32 or wwwickonsha com 

Wiring Legend 

+ BUCK Wire (Positive Battery) 

— wmi K Wi re i Vant ti e Untie ry) 

X KLl) Wire (mid side of sfoplight switch) 
5P 3 BLO! Mire (brake output lo trailer) 


J, The WJ-MTE (-) wire must be connected 
to a known ground. 

2. AO&IJTM Inadello.'ue grounding may 
cause intermittent braking or lack of 
sufficient voltage to iraila biakcs. The 
WIHTE wire must bcconnccted loa 
suitable ground location 1 be negative 
te./minalofihetoanet) isasuiable 
ground locaton h the absence of a 
Toiler Tow Package conned ion 
3* Conned BLACK (+) w ire through an 
automatic reset circuit breaker (20 amp tor 
t-2 a\Jcs. 30 amp for 3^4 levies) to the 
POSITIVF.(+) terminal of die battery 
The BLACK wire is the power supply 
line lo the broke control. 

4. The RKD (stoplight) w ire must be connected 
to the cold side dthc brake pedal stoplight 
sw itch Splice down line from the sw itch; 

DO NOT dsturb ibe position of the switch 
>. 1 he BE .IfH (broke output) wire must he 

connected to the trailer connector s brake wire. 



































































